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FIGURE 6.3 Strong-motion array of 37 digital accelerometers
in Taiwan.

in India and the People's Republic of China.  General objec-
tives and guidelines for the deployment of strong-ground-
motion arrays have been suggested, but much more study than
the Panel could undertake is required to predict specific
array sites in the United States with a high level of con-
fidence.  In the interim, the following additional guide-
lines may prove valuable*:

1.  Arrays should be deployed with specific objectives
to measure certain well-defined and well-formulated aspects
of strong ground motion*

2.  Studies should be undertaken to optimize the place-
ment of instruments given the three-dimensional geologic
environment, the distribution of earthquake sources, and
the desired output from an array.

*These recommendations do not address the engineering ques-
tions concerning the earthquake response of buildings, dams,
and other structures.